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MINISTRY OF LABOUR 
(Directorate General of Employment and Training) 

NOTIFICATION 

New Delhi, the 10th December, 1996 

G.S.R. 560(E).— In exercise of the powers conferred by clause (e) of section 2 of the Apprentices Act, 196-1 (52 of 
1961) and after consultation with the Central Apprenticeship Council, the Central Government hereby specifies the trades, 
mentioned in column (1) of the Table below, the code numbers of National Classification of Occupations thereof are described 
in the corresponding entries in column (2) of the said table, as designated trades for the purposes of the said Act, namely :— 

TABLE 


Trades Code numbers of National Classification of Occupations 


1. Advanced Attendant Operator (Process). 730.20, 740.10, 740.90, 770.90, 900.10, 730.90, 740.20, 770.40, 890.20 

2. Operator-cum-Mechanic-Pollution 039.10,039.90 

Control Equipment. 

3. Mechanic Medical Equipment for 06.10,088.10,089.90,090.90 

Hospitals and Occupational Health 

Centre. 


[F. No. DGET-23(9)/93-AP)] 
ABH1K GHOSH, Jt. Secy. 
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